SAGAMORE  HILL  BAPTIST  CHURCH^This 
modern  auditorium  overlooking  the  skyline  of 
Fort  Worth  from  4400  Panola  serves  some 
2,400  Members.  Matching  educational  units, 
present  and  proposed,  provide  for  the  1,600 
in  Sunday  School.  Known  throughout  the 
Southern  Baptist  Convention,  this  church  has 
been  pastored  by  W.  Fred  Swank  since  1933. 
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